To:  craig.  j.groman@uscg.mil[craig.  j.groman@uscg.mil] 

From:  Yogi,  David 

Sent:  Tue  8/1 8/201 5 1 :02:31  AM 

Subject:  FW:  Final  Statement  on  Water  Quality  Issue 


FYI 


From:  Yogi,  David 

Sent:  Monday,  August  17,  2015  6:01  PM 

To:  Gray,  David;  Zito,  Kelly;  Grantham,  Nancy;  EOC  Public  Information 

Cc:  MacIntyre,  Mark;  Kluesner,  Dave;  Harris-Bishop,  Rusty;  Manzanilla,  Enrique;  Senn,  John; 

Kelly  Zito 

Subject:  Final  Statement  on  Water  Quality  Issue 

Importance:  High 


Hi  David, 

Here’s  the  final  statement  on  the  water  tank  issue.  Feel  free  to  share  with  KUNM.  Just 
approved  by  EOC 


Following  the  closure  of  the  San  Juan  River  by  Navajo  Nation,  the  U.S.  Environmental 
Protection  Agency  Region  9 (EPA)  worked  to  provide  alternative  agricultural  and  livestock 
water  supplies  for  Navajo  Nation  community  members  in  Shiprock,  N.M. 


Water  distributed  by  EPA  was  provided  by  the  Bloomfield  Utility  Department,  the  municipal 
water  utility  company  for  the  City  of  Bloomfield,  N.M.,  and  met  all  applicable  federal  and  state 
water  quality  standards. 


To  distribute  water  to  community  members,  nine  water  tanks  were  deployed  in  Shiprock.  These 
tanks  were  sourced  from  the  water  division  of  an  Aztec,  N.M. -based  tanker  truck  company. 
Tanks  used  were  for  the  exclusive  distribution  of  non-potable  water. 
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The  City  of  Bloomfield’s  water  was  unaffected  by  the  Gold  King  Mine  release. 


At  the  request  of  Navajo  Nation,  U.S.  EPA,  starting  tomorrow,  will  source  all  alternative  water 
from  permitted  water  sources  on  the  Navajo  Nation. 


m# 


- David 
David  Yogi 

Manager,  Community  Involvement  Section 
Superfund  Division 

U.S.  Environmental  Protection  Agency 
Phone:  415-972-3350 
Mobile:  415-760-5419 
Email:  vogi.david@epa.gov 
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